The Memorial to William McKinley, 25th 
President of the United States, at Niles, Ohio, 
built on almost the exact spot where McKinley 
was bom January 29, 1843. The building is 
232 feet in length, 136 feet in width, and 
38 feet in height. It is centrally located on 
a site provided by the city of Niles. 
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